Silver Bridge 
Oil/Bulk/Ore Carrier - d.w.t. 
(Silver Line Ltd) 


Winter 1977 


(15/03/1978) 


Captain Hunter M.J 
Chief Eng Officer McCarthy J.S 


Chief Officer Bayliss F.A 2nd Eng Officer Higgins J 
2nd Officer Jenkinson D 3rd Eng Officer O'Brien T.H 
3rd Officer McLaughlin T.F Ext 3rd Eng Officer Edmunds A.N 

Radio Officer Whitton R.E 4th Eng Officer Carter A.P 


Senior Elect Officer Hall J.L 


Autumn 1978 


(27/09/1978) 


Captain Gavin J.S 
Chief Eng Officer Robinson J 


Chief Officer Malpass N.H 2nd Eng Officer MacDonald J.A.M 
2nd Officer Krikor A.A 3rd Eng Officer Sillars R.M 
3rd Officer Hargreaves W.J.M 3rd Eng Officer Pawson B.S 
Deck Cadet Haines J 4th Eng Officer Spivey S.J 


Deck Cadet Raymond W.D Electrical Officer Lane T 


